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CHANGES IN BULLETINS 


138, Issue 5, Model 15 Typebar Page Printer, Page 22 
159, Issue 2, Model 26 Type Wheel Page Printer, Page 1 
182, Issue 1, Multiplex Start-Stop Extensor Set, Page 12 


SELECTOR MAGNET ADJUSTMENT 


Change the note to read as follows: 


“NOTE: 


When the cores are in proper adjustment, it 
should require at least 3-1/2 lbs. pull, with 
a 64 oz, scale applied at right angle to the 
armature edge on the same level as the armature 
extension, to separate the armature from the 
cores when a current of .020 amperes is flot 
ing through the magnet coils, (Coils i 
series shunted by a 5000 ohm resistor. 
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